Bid No. 15-12 _ 

Water Distribution System Improvements/Various Locations _ 

Generai Bids 

Bidders Base Bid Price Aiternate #1 Aiternate #2 


Five Oaks Construction Co., Inc. 

$462,079.60 

$84,128.50 

$115,659.35 



J.P. Cardiiio & Son, Inc. 

$570,375.00 

$102,500.25 

$145,850.50 



Commonwealth Construction & Utilities, Inc. 

$573,541.67 

$91,250.25 

$147,380.43 



RJV Construction Corp. 

$574,000.10 

$76,000.25 

$143,750.50 



A. Vozzella & Sons, Inc. 

$610,841.35 

$59,504.20 

$152,629.40 



A.D. Paolini, LLC 

$616,713.85 

$50,878.50 

$171,654.00 



N. Granese & Sons, Inc. 

$638,306.25 

$93,504.20 

$146,914.40 






